AMERICAN BOTTLES - OLD AND NEW
Mr. Owens and the Company which he represented.
In the following year, 1916, the outstanding feature was the purchase of the entire interests of The American Bottle Company by the Owens Company. This included the factories of the former, at a price of $8,500,000. The management of The American Bottle Company remained in the hands of its former efficient officers, Messrs. M. W. Jack, L. S. Stoehr and W. J. Crane.
The American Bottle Company, a consolidation of the former plants of the Ohio Bottle Company and Streator Bottle & Glass Company, was one of the first licensees of the Owens Company, and the largest manufacturer of bottles for beer, carbonated beverages, soda and water bottles.
The annual capacity of The American Bottle Company at this time was 2,000,000 gross or approximately 300,000,000 bottles. Its plants are at Newark, Ohio, and Streator, Illinois, and both are equipped with the latest types of machines and accessories. This Company is recognized in the trade as the most progressive manufacturer in its line.
About the same time, the Owens Company purchased the plants of the Graham Glass Company, at Evansville, Ind., and Loogootee, Ind., as well as an interest in the Graham Glass Company's plant at
[104]